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RBW6305G02831-3G 
CONTENTS LIST 


TOOL NUMBER DESCRIPTION 


RBW6305G10931-3G ADAPTER, MGB UPPER 
FITTING REMOVAL 


2 RBW6305G11051-3G PIN, MGB UPPER FITTING 
INSTALLATION 


З  RBW6305G11151-3G PIN, MR SERVOACTUATOR 4 
FITTING INSTALLATION 


NOTE: 
REF. AGUSTA T/N: 3G6305G02831. 


"OA 


AEROSPACE 
ia TOOL KIT, MGB UPPER 
FITTING REPLACEMENT 


RBW6305G02831-3G 
ADAPTER, MGB UPPER FITTING REMOVAL RBW6305G10931-3G MATL DRAWN BY: DUERFELDT 


PIN, MGB UPPER FITTING INSTALLATION RBW6305G11051-3G MENSIS AME IN INGLES Zeb ern 


PIN, M/R SERVOACTUATOR FITTING INSTL RBW6305G11151-3G XXX + 005 FRACTIONS + 1/8 
XX ot ANGLES +.5° 

PLACARD PLASTIC x t4 

1. BREAK ALL SHARP EDGES .015 x 45° 


Description Material B/O INFORMATION OR SPECIFICATIONS 


SPEC 


BOTTOM FOAM Y-20, BLACK 1.40 X 4.25 Х8.25 I.R. SPECIALTY OR .015R 
2. DIMENSIONAL LIMITS APPLY AFTER 

TOP FOAM Y-20 BLACK .83 X 4.25X 8.25 І.В. SPECIALTY PLATING AW139 
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7.50 (.06 


RBW6305G02831-3G 
CONTENTS LIST 


ПЕМ TOOLNUMBER DESCRIPTION 


1 RBW6305G10931-3G ADAPTER, MGB UPPER 
3.50 FITTING REMOVAL 


2 RBW6305G11051-3G PIN, MGB UPPER FITTING 
INSTALLATION 


3 RBW6305G11151-8G PIN, MRSERVOACTUATOR 4 
FITTING INSTALLATION 


AXR .13 
AEROSPACE 
тте TOOL KIT, MGB UPPER 
FITTING REPLACEMENT 
DWG NO. REV 
RBW6305G02831-3G-7 
ATC plasTiG ниет DUERFELDT 
UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES тА ———— 
C7) 1. BREAK ALL SHARP EDGES .015 x 45* 
2. DIMENDIONAL LIMITS APPLY AFTER AW139 
PLACARD 
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AEROSPACE 
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FITTING REPLACEMENT 
"* A RBW6305G02831-3G-9 
UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES HT LAME 
XXX + .005 FRACTIONS + 1/8 
от AwoLeses ВМ 
1. BREAK ALL SHARP EDGES .015 x 45° 
2. BINE ORNA LIMITS APPLY AFTER 
BOTTOM FOAM PLATING 
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SECTION А-А 
AX R .50 


“DART 


AEROSPACE 
n TOOL KIT, MGB UPPER 
FITTING REPLACEMENT 


mer RBW6305G02831-3G-11 
RATT эвге PAPST DUERFELDT 


UNLESS OTHERWISE SPECIFIED |APPROVED 77/4 
DIMENSIONS ARE IN INCHES 


XXX + .005 FRACTIONS + 1/8 


XX + .01 o 

X +1 ANGLES +.5 

1. BREAK ALL SHARP EDGES .015 x 45* 
OR .015R 


REAT 


SPEC 


USED ON MODEL 
AW139 


2. DIMENSIONAL LIMITS APPLY AFTER 


TOP FOAM сате 
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